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INFO OCT-01 ISO-OO CIAE-00 INR-07 NSAE-00 RSC-01 DODE-OO 
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UNCLAS TOKYO 1395 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: MITI ACTION ON BWR ECCS PIPING INSPECTION 

REF: A. NRC #0790 29 JAN. B. NRC #0862 31 JAN. 

1. ON JANUARY 30 AFTER CONSULTATION WITH STA, MITI ORDERED 
JAPANESE UTILITIES TO BEGIN PREPARATIONS TO EXAMINE FUKUSHIMA 2 
AND 3, SHIMANE AND TSURUGA BWRS FOR PIPE DEFECTS. FURTHER 
INSTRUCTIONS WILL BE ISSUED AFTER DETAILED INFORMATION 

IS RECEIVED ON DRESDEN-2 ECCS PIPE DEFECTS AND NRC ACTION. 
EXAMINATION EXPECTED TO TAKE ABOUT TWO WEEKS. 

2. ECCS PIPES OF FUKUSHIMA- 1 AND HAMAOKA-1 WERE FOUND NORMAL 
WHEN COOLANT RECIRCULATION BYPASS PIPES WERE EXAMINED LAST 
YEAR. TEPCO DECIDED ON JANUARY 30 TO REEXAMINE FUKUSHIMA- 1 
DURING PRESENT SHUTDOWN. FUKUSHIMA-2 WILL BE EXAMINED DURING 
PERIODIC MAINTENANCE NEXT APRIL. FUKUSHIMA-3 WILL BE EXAMINED 
DURING NEXT SHUTDOWN. 

3. MITI SUSPECTS DRESDEN-2 ECCS PIPE CRACKS WERE CAUSED BY 
RESIDUAL STRESS AND PARTIAL CHANGE IN METAL STRUCTURE 
DUE TO WELDING. 
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